Intake Report 


Madison County Detention Center 

2935 Highway 51 South 
Canton, MS 39046 
Sheriff Randall Tucker 


—Person- 

Name: VANESSA RENEE PICKLER 

DOB: 04/03/1982 AGE: 036 

—Description -- 

HGT: 503 WGT: 160 

RACE: WHITE SEX: F 

HAIR: BLONDE EYE: BROWN 

FHAIR: NOT APPL COMPL: LIGHT 


—Intake / Booking 1 - 

OFF DATE: 12/03/2018 - Case#: SO18016723 
INTAKE DATE: 12/03/2018 TIME: 19:52 
INTAKE #: BK0000040105 - 006 
ARRESTING AGENCY: MADISON SO 



—Bond Information- 

WRITTEN BOND: $ 2,250.00 
CASH BOND: $ .00 


DESCRIPTION 

WHICH COURT 

BOND AMT 

DUI - First Offense DUI 

JUSTICE 

800.00 

Controlled Substance Violation 

JUSTICE 

1000.00 

POSS OF PARAPHERNALIA 

JUSTICE 

450.00 

























